Pod System 


Visit our website to buy varieties of pod system 


Details of some pod systems are given below 


Uwell Caliburn G3 Pod Kit in Dubai 


The Uwell Caliburn G3 Pod Kit is the greatest among the Caliburn series ever before. It brings 
an impressive upgrade compared with G2. Featuring 0.60hm and 0.90hm coil, it supports 
RDL, loose MTL and tighter MTL vaping. 


The G3 Kit comes with two brand new mesh pods with a filling volume of 
2.5 ml and integrated coils: a G3 Pod with 0.6 ohm (RDL) and a G3 Pod 
with 0.9 ohm (MTL). The pods are filled using a convenient side filling 
system. Thanks to the large liquid windows on the stick, you can always 
have a perfect view of the current liquid level. The desired pulling 
behavior can be individually regulated by turning the pod 180°. 


Uwell Caliburn G3 Vape Kit Features: 


Compact, slim and lightweight pod system for MTL and RDL 
Dimensions: 115.5mm x 24.0mm x 13.9mm 
Weight: approx. 47g 
Material: aluminum alloy (battery) | Pod (PCTG) 
Battery capacity: 900mAh 
Fast charging via USB Type-C with max. 2A charging current 
Max. output power: 25 watts 
Ergonomic, round fire button 
5-click on/off 
. Operation via fire button and/or integrated automatic pull 
. Monochrome OLED display 
. All relevant protection circuits on board 
. Adjustable Airflow System for individual adjustment of the airflow from MTL to RDL 
. Transparent pods with 2.5 ml tank volume 
. Side filling system 
. Pro-FOCS Flavor Technology for intense flavor and dense vapor 
. FeCrAl Meshed 0.60hm Caliburn G3 Pod for RDL and FeCrAl Meshed 0.90hm Pod for 
MTL included 
. Magnetic pod holder 
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19. Generous liquid windows 


Uwell Caliburn G3 Contains: 


1x Caliburn G3 Device 900 mAh 

1x Caliburn G3 Pod with integrated 0.6 ohm mesh coil | RDL (preinstalled) 
1x Caliburn G3 Pod with integrated 0.9 ohm mesh coil | MTL 

1x USB-C cable 

1x user manual 


SMOK NORD 5 80W POD KIT 


SMOK NORD 5 80W POD: featuring a Leather and Regular Series, integrated 2000mAh battery, 
and a lofty 80W maximum output. Constructed from durable zinc-alloy, the chassis of the Nord 5 Pod 
System is strong and sturdy, protecting the integrated 2000mAh battery within. In addition, the 5mL 
pod can hold a satisfying amount of e-liquid or nicotine salts, eliminating the need for constant refills, 
allowing for more enjoyable vaping. Furthermore, the SMOK Nord 5 can output up to 80W with ease 
and deliver outstanding flavor and vapor with the RPM 3 Coil Series. 


The Smok Nord 5 comes with a whopping 2000mAh internal battery, which provides easily 
enough juice to carry you through a day of vaping, aided by rapid USB-C charging for when 
the battery begins to run low. The Nord 5 can reach a max power output of 80W, ideal for the 
kind of DL (Direct-lung) vaping the device has been designed for. Settings are easy to adjust 
on the Nord 5’s crystal clear 0.69inch OLED display, and Smok’s advanced chipset provides 
multiple safety protections. The Nord 5 vape kit features dual air inlets at the side for 
increased atomisation of e-liquid and improved airflow, which can be adjusted further with a 
sliding air switch. 

The Nord 5 2ml pod has been newly designed with even more protection in mind. An 
ingenious lock prevents children from tampering with the device and prevents leaks and 
spills, while a sealed side port allows for easy refills. The classic Nord wide-bore mouthpiece 
provides an extremely comfortable vaping experience. The Nord 5 Pod is compatible with 
Smoktech’s latest range of RPM 3 mesh coils, which provide incredible flavour and vapour 
production and pair best with high-VG eliquid 


SMOK NORD 5 80W POD SYSTEM includes: 


1x Nord 5 Device 

1x Nord 5 Pod 

1x 0.150hm RPM 3 Meshed Coils 
1x 0.230hm RPM 3 Meshed Coils 
1x Type-C USB Cable 

1x User Manual 


